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Arkansas 32Al Benton: KAMO Electric Cooperative, Inc., 224 Wilson 
St., Vinita, Oklahoma, to Walco Engineering & Construction Company, 
2408 E. 4th Place, Tulsa, Oklahoma, $244,257.51 for 39: miles of 69 kv 


“transmission line and two substations. .Engineer (1) last page. 


PLEASE NOTE: NAMES AND ADDRESSES OF SYSTEM ENGINEERS are furnished on 
the last page of this bulletin. All numbers shown in ( ) space are 
keyed to: like numbers listed with the names and addresses. 


Florida 14W&X Clays Clay Electric Cooperative, Inc., Keystone Heights, 
Florida, to Leo T. Barber, Moultrie, Georgia, $401,266.31 for the 
construction of 370.7 miles of line to serve 630 members plus the con= 


- version of 87.4 miles of line. Engineer (2). 


Georgia 66M Taylors. Flint Electric Membership Corps, Reynolds, Georgia, 
to Alrich Electric Construction Company, 650 llth St., Augusta, Georgia, 
$515,007.96 for the construction of 205.1 miles of line: to serve 350 
members plus the conversion of 65 miles of line. . Engineer (2). 


Kéntucky 33P Davies: Green River Rural Electric Cooperative, Owensboro, 
Kentucky, to Griffin Blectric Company, 500 Walnut St., Owensboro, Kentucky, 
$401,232.58 for the construction of 325 miles of line to serve 827 members. 


Engineer (3). 


Mississippi S4L&M Leflore, Section III: ‘Delta Flectric Power Association, 
Greenwood, Mississippi, to Southern Electrical construction Company, 

Box 275) Franklinton, Louisiana, $163,423.74 for the construction of 19 
miles of transmission line plus conversion of 119 miles. Engineer (4). 


Missouri. 47M&N Cooper, Seetion I: (Co-Mo Flectric Cooperative, Inc., 
Tipton, Missouri, to Howard Construction Company, 1419. N. Osage St., 
Sedalia, Missouri, $113, 689.41 for the construction (labor only) of 
687.02 miles of line to serve 616 members plus the conversion of 11 

miles of line. Engineer (5). 


North Carolina 6643&C Chowan: Albermarle ‘Electric Membership Corp., 
Hertford, North Carolina, to F, D. Cline Construction Company, Box 349, 
Raleigh, North Carolina, $343,580.62 for the construction of 226.78 


_ miles of line to serve 679 members plus the -conversion of 33.52 miles 


of line. Engineer (6). 
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Tennessee SW Macon, Section IIs Tri-County Electric Membership Corp., 
Lafayette, Tennessee, to Oman Construction Company, P- O- Box 146, 
Nashville, Tennessee, $483,594.85 for the construction of 336.69 miles 
of line to serve 1063 members plus the conversion of 20.7 miles of line. 
Engineer (7). 


Tennessee 24G Montgomery: Cumberland Electric Membership Corp., Clarksville, 
Tennessee, to Utilities Cons truction Company, 600 Exchange Building, 
Nashville, Tennessee, $495,687.55 for the construction of 337.4 wiles of 

line to serve 1453 members. Engineer (8). 5 


Tennessee 32C&D Hickman, Section II~: Meriwether-Lewis Electric 
Cooperative, Centerville, Tennessee to L. 0. Brayton & Company, Box 116, 
Dyersburg, Tennessee, $243,646.59 for the construction of 171. 17 miles 
of line to serve 407 member 8« Engineer (7). 


Texas 59N Lamb: Lamb County Electric Cooperative, Inc., Littlefield, 
Texas, to Kennett and Pavlicek, Box 1085, San Angelo, Texas, $16,290.06 
for the construction (lavor only) ies TT 8S miles of line to serve 125 
members. Enginver (9). 


Texas 91 San Patricio: San Patricio Blectric Cooperative, Inc., Sinton, 
Texas, to Taylor, Construction Company, Box 472, Taylor, Texas, $32,670.54 
for the construction (labor only) of 45 miles of line to serve 110 members. 
‘Engineer (10). | 


Texas lL1M Austin: -San Bernard Electric Cooperative, Ince, Bellville, 

Texas, to Willis and Hinders Company, Box 204, Olney, Texas, $42,410.37 
for the construction (labor only) of 104398 miles of line to serve 176 

membergé plus the conversion of 21.68 miles of line. Engineer (10). 


Texas 116H Henderson: New Bra Electric Cooperative, Ince, Atnens, Texas, 

to Re De Cooper Construction Company, 1603 Government St., Baton Rouge, 
Louisiana, “282,279.50 for the construction of 190.1 miles-of line to 

serve 288 GS acbetrs plus the conversion of 69.65 miles of line. Engineer eee 


PART II - APPROVED PRELIMINARY PLANS “AND SPECIFICATIONS 


North Dakota lIW Cass: Cass County Blectric Cooperative, Ince, Kindred, 
North Dakota, 1047 miles, 1358 members. Enginevr (12). 


North Dakota 13H Foster: Tri-County Electric Cooperative, Inc., Garrington, 
North Dakota, 619 miles, 825 members. Enginesr (12). 


North Dakota 21G Sargent: Re S. R. Electric Cooperative, Inc.,- Milnor, 
North Dakota, 519 miles, 527 momo es Engineer (12). 


North Dekota 27D Emmons; KEM Hlectric Cooperative, Inc., Linton, North 
Dakota, 592 miles 785 members. Enginver (12). 


North Dakote 29C3 McKenzie; McKenzie Electric Cooperative, Ince, Watford 
City, North Dakota, 362.4 miles, 295 memberse. Engineer (13). 
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North Dakota 31C Burke: Burke Divide Electric Cooperative, Inc., 

Columbus, North Dakota, 1100 miles, 1116 members, Engineer (12). 

“North Dakota 32cl&c2 Oliver: Oliver-Mercer Electric Cooperative, Inc., 
ar Hazen, North Dakota. Section Cl; 313.2 miles, 261 members. Section Cé: 
{ 313.2 miles, 264 members. Engineer for both sections (13). 


Pennsylvania 24H Bedford: Bedford Rural Electric Cooperative, Inc., 
Bedford, Pennsylvania, 195.61 miles, 525 members. Enginver (14). 
South Dakota 17F Hamlin; H-D Blectric Cooperative, Inc., Clear Lake, 
South Dakota, 282.2 miles, 348 members. Ungineer (15). 


South Dakota 27B2 Bon Homme; Bon Homme-Yunkton Electric Association, 
Tabor, South Dakota, 30.8 miles, 34 members. Engineer (16). 


South Dakota 35A&eA2 Bennett: LaCreek Electric Associution, Ince, Box 302, 
Martin, South Dakota. Section A: 260 miles, 240 members. Section Ae: 
18.75 miles, 293 members. Engineer for both sections (15). 


NAMES AND ADDRESSES OF SYST@M ENGINGERS (Expl. Item 1, page 1.) 


1. We R..Holway & Associutes, 302 E. 18th St., Tulsa, Oklahoma 
2. &. P. McLean Engineering Company, Moultrie, Georgia 
3. Johnson & Depp, 521 Frederica St., Owensboro, Kentucky 
4. Bowman & Bowman, Greenwood, Mississippi 
5. Frank Horton & Company, 121 We llth St., Lamar, Missouri 
6. Southern Enginecring Company, 699 Spring St., N. W. Atlanta 5, Georgia 
7, Pat M. Sullivan, 905 Stahlman Building, Nashville, Tennessee 
8. William M. Wilson, Shelbyville, Tennessee 
9. H. Ne Roberts & Associates, 1310 Avenus Q, Lubbock, Texas 
10. J. H. Flood & Company, 707 Amicuble Building, Waco, Texas 
ll. Freese & Nichols, 407 Danciger Building, Fort Worth, Texas 
12. Ulteig Engineering Corp., 11146 Front St., Fargo, North Dakota 
13. Banister Engineering Compuny, 1549 University Ave., St. Paul 4, Minn. 
14. Johnson & Williams, 1225 19th St., N. W. Washington 6, D. C- 
15. Scott Engineering Company, 10 Second St., S. B., Watertown, South Dakota 
16. Buell & Winter, 508 Insurance Exchunge Bldg., Sioux City 13, Iowa 
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